reasons 1 am able to find but little negligence.  It
appears that the Respondent has been operating under a
mistaken but good faith belief that the shop was not subject
to the inspection requirements of the cited standard.

Considering the additional stipulations of factors to be
considered under section 110(i) of the Act, I find that a
penalty of $50 is appropriate.

ORDER

U.S. Steel Mining, Co., Inc. is hereby directed to oay
civil penalty of $50 within 30 days of the date of this
decision.

Gary Melick

Administrative flaw Judge
(703) 7,56-6261!
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Billy M. Tennant, Esq., 600 Grant Street, Room 1580,
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